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ACTION OC-06 


Message Text 


INFO OCT-01 AF-10 ISO-OO CCO-OO SY-05 A-01 /023 W 

024942 121932Z/43 

R 120930Z JUL77 
FM AMEMBASSY LOME 
TO SECSTATE WASHDC 2474 
INFO AMEMBASSY ACCRA 
AMEMBASSY LAGOS 
AMEMBASSY ABIDJAN 
AMEMASSY MONROVIA 


LIMITED OFFICIAL USE LOME 1838 

ACCRA FOR RCO, LAGOS FOR RSO, ABIDJAN FOR OIC TSO 
EO 11652: N/A 

TAGS: A NET AFOP AFSP ASEC NSU 

SUB J : SEABEE SUPPORT FOR LOME WATTS INSTALLATION 
REF: STATE 159264 

1 . QUARTERS WILL BE AVAILABLE JULY THROUGH SEPTEMBER. OUTSIDE 
THIS TIMEFRAME HOTEL ACCOMODATIONS NECESSARY. 

2. ALL ITEMS TO BE SUPPLIED LOCALLY ARE CURRENTLY AVAILABLE. 

3. POST HAS ON HAND RUBBER-BACKED CARPET TILES FOR COMMUNICATIONS 
CENTER. RUBBER-BACKED FLOORING WAS RECOMMENDED BY TDY CONSULTANTS 
TO REDUCE ELECTRICAL SHOCK HAZARDS. 

4. LOCAL LABORERS AVAILABLE. 

5. DISTANCE OF CONTRACTOR INSTALLED CONDUIT FOR ELECTRICAL 
SERVICE BETWEEN EMERGENCY GENERATOR AND COMM CAULT IS 30.5 
METERS. 
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YM SPECIFICATIONS FOR GENERATOR ROOM CONSTRUCTION INCLUDES 
INSTALLATION OF GROUNDING SYSTEM. 

PALMER 
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Copy: SINGLE 

Sent Date: 1 2-Jul-1 977 12:00:00 am 
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Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977LOME01838 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770247-1175 
Format: TEL 
From: LOME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770768/aaaacgmi.tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Previous Classification: LIMITED OFFICIAL USE 
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Review Content Flags: 

Review Date: 03-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
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Review Release Event: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: SEABEE SUPPORT FOR LOME WATTS INSTALLATION 
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